ROGUGFITNESS 


SML-1 MONSTER LITE SQUAT STAND 


‘Wait until Squat Stand is com- 
pletely assembled before FULLY 
tightening Hardware. This will 
ensure the Squat Stand will sit 
level on your floor. 


Attach Squat Stand Up- 
rights to Base Assembly, 
secure using Triangle 
Plates on both side. Use 
hardware in the following 
order: 5/8 x 11x4.5 Bolts, 
Flat Washer, Lock Washer 
and 5/8 Hex Nuts 


Attach Base Feet to 
Crossmember using 
the provided hardware: 
5/8 x 11x4.5 Bolts, Flat 
Washer, Lock Washer 
and 5/8 Hex Nuts 


DISCLAIMER 


Resistance training, gymnastics training, and activities at 
height are potentially dangerous and may lead to severe 
injury or even death, Use common sense when training, to obtain 


instruction in the proper execution of movements, / 1 \ 1 / t \ 
and understand your limitations. This equipment must only WARN | NG 


be used by competent and responsible persons, or under the MISUSE OF THIS CAN RESULT IN 

direct and visual contro! of a competent and responsible SEVERE INJURY 

person. Obtaining instruction in appropriate techniques and 

methods of use is your own responsibility. You assume all risks BOTH ROGUE FITNESS AND BUYER DISCLAIM ANY EXPRESS Rogue Fitness 

and responsibilities for all damage, injury or death which may OR IMPLIED WARRANTY, INCLUDING, WITHOUT LIMITATION, 1080 Steelwood Rd. 
occur during or following incorrect use of this equipment in WARRANTIES OR MERCHANTABILITY AND/OR FITNESS FORA Columbus Ohio 43212 
any matter whatsoever. Rogue Fitness bears no liability PARTICULAR PURPOSE WITH RESPECT TO THE EQUIPMENT. 614-358-6190 


beyond the replacement value of the equipment in question. BUYER ASSUMES ALL LIABILITY IN USE OF EQUIPMENT. TEAM@Roguefitness.com 


ROGUECFITNESS 


SML-2 MONSTER LITE SQUAT STAND 


Wait until Squat Stand is com- 
pletely assembled before FULLY 
tightening Hardware. This will 
ensure the Squat Stand will sit 
level on your floor. 


Attach Base Feet to 
Crossmember using 
the provided hardware: 
5/8 x 11x4.5 Bolts, Flat 
Washer, Lock Washer 
and 5/8 Hex Nuts 


DISCLAIMER 


Resistance training, gymnastics training, and activities at 
height are potentially dangerous and may lead to severe 

injury or even death. Use common sense when training, to obtain 
instruction in the proper execution of movements, 

and understand your limitations. This equipment must only 

be used by competent and responsible persons, or under the 
direct and visual control of a competent and responsible 
person. Obtaining instruction in appropriate techniques and 
methods of use is your own responsibility. You assume all risks 
and responsibilities for all damage, injury or death which may 
occur during or following incorrect use of this equipment in 

any matter whatsoever. Rogue Fitness bears no liability 
beyond the replacement value of the equipment in question. 


/A\WARNINGI\, 


MISUSE OF THIS CAN RESULT IN 
SEVERE INJURY 


Hex Nut. 


Attach Crossmembers 
between uprights using 

hardware: Hex Bolt, Flat 
Washer, Lock Washer and} 


Attach Squat Stand Up- 
rights to Base Assembly, 
secure using Triangle 
Plates on both side. Use 
hardware in the following 
order: 5/8 x 11x4.5 Bolts, 
Flat Washer, Lock Washer 
and 5/8 Hex Nuts 


BOTH ROGUE FITNESS AND BUYER DISCLAIM ANY EXPRESS 
OR IMPLIED WARRANTY, INCLUDING, WITHOUT LIMITATION, 
WARRANTIES OR MERCHANTABILITY AND/OR FITNESS FORA 
PARTICULAR PURPOSE WITH RESPECT TO THE EQUIPMENT. 
BUYER ASSUMES ALL LIABILITY IN USE OF EQUIPMENT. 


Rogue Fitness 

1080 Steelwood Rd. 
Columbus Ohio 43212 
614-358-6190 
TEAM@Roguefitness.com 


